i. -nuiac n.ec m cne menorantum entitled "CIA Co^me^s o- 
the Reports of the Technical Task Group for the New 

search ana Surveillance System" / — 1 i 

tvas a draft RFP for the Photogra phic System oi tne .tew oearch ' 
c.nc Uxvci-.ance System. Since that time, continuing work on this 
document nas resulted in several revisions and a number of cor- 
rections. Attached to this memorandum please find ■'■ep 1 ace^e-t 
pages to be inserted in the RFP. 

2. An additional copy of the RFP has been sent to I 

of the NRO Staff per his reouest. 
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